ALFRED MAINZER, lit EAST 28TH ST., NEW YORK CITY 


The R. M. S. "Queen Elizabeth" is 1,030 ft. ~ 
in length, 118 ft. in breadth and weighs 85,000 £ 
gross tonnage. The ship is 180 ft. high from ® 
keel to top forward funnel. There are 14 decks £ 
and 4 Dropellers. Displacement 78,000 tons. * 
Turbo Electric engines. w . 
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